TECHNICAL INFORMATION 

AND 

SERVICE DATA SHEET 


®RADIOLA 

Model 564-GA 

TO BE READ IN CONJUNCTION WITH 
SERVICE MANUAL FOR MODEL 550-GA. 

ISSUED BY: 

AMALGAMATED WIRELESS (AUSTRALASIA) LTD. 



Circuit Changes: 

(1) Capacitor C37 changed to 0.005 paper 600V working. 

(2) Resistor R4 is paralleled with C45 — 1000 /a/uF mica. 
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